TABLE 5-1    Continued
Type of                                      Volume,      Ventilation Study                      Premise            Occupancy     nv1               Type/ Rate	Concentrations Monitoring           Mean (range), Type/Time         /tg/mj                           Comments
U.S. Department   8 domestic       S                   —               M/ — of Transpor-           planes           T= 27-110 tation, 1971         20 military        S                      —                 M/— planes            T = 165-219 Weber and              44 offices           S                      —                 N,M/— Fischer, 1980	G/l-1/4,             Not given (— )               TSP 2-1 /2h G/6-7 h                 < 10-120 (—)                 TSP P/2 min                 133 ± 130                       RSP, minus (30 ea)                   (962 peak)                       background level
"Active smokers per 100 mj. *Grams of tobacco consumed. rSome smoking was reported during 9 of the 280 samples. ^Measured during 24-h periods by the perfluorocarbon tracer technique. 'Some residences had combinations of sources (kerosene heaters, wood stoves, etc.) and no cigarettes. ^Active smokers density per 100 m3.	ABBREVIATIONS: ach       = Air changes per hour G          = Gravimetric M       = Mechanical ventilation N          = Natural ventilation NS       = No smokers O         = Optical monitor P          = Piezoelectric balance QCMI = Quality Crystal Microbalance Cosade Impactor RSP     = Respirable suspended particles S          = Smokers T          = Total occupants TSP     = Total suspended particles restr.    = building with smoking restrictions
